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CONFIDENTIAL 

DIRECTOR OF CENTRAL INTELLIGENCE 

Security Committee 


SEC0M-D-299 
21 December 1984 


MEMORANDUM FOR: 
FROM: 

SUBJECT: 


SECOM Members 

Robert E. Leidenheimer 
Chairman 

Policy on Technical Surveillance Countermeasures 


25X1 


1. Attached for your review is a draft Director of Central Intelligence 
Directive to provide policy guidance on technical surve i 1 1 an ce countermeasures 
(TSCM) . There is a need for specific guidance in this area. 
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2. This draft directive will be discussed a t the 9 January 1985 SECOM 
meeting. Please come prepared to comment on it. 



Attachment: a/s 
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cc: Chairman, SECOM TSCS, w/att 
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